SCULLY RECORDING INSTRUMENTS COMPANY 


MODEL 280 REPLACEMENT PARTS PRICE LIST 


All 280 replacement parts available on G.S.A. Federal Supply Schedule, 
Contract No. GS-00S-71201, Special Item No. 136-13. 


Deduct 5% from prices on this list for U.S. Government price ; 


PART NUMBER 


022-11-01-01 
022-11-02-01 
022-12-03-01 
022-12-04-01 
022-21-01-01 
022-21-02-01 
022-22-03-01 
022-22-04-01 
022-31-01-01 
022-31-02-01 
022-32-03-01 
022-32-04-01 
502-01-01-00 
502-01-02-00 
502-01-03-00 
502-01-04-00 
502-14-00-00 
502-14-01-00 
502-14-20-00 
502-14-30-00 
502-11-00-00 
035-14-03-00 
035-01-03-00 
502-01-01-02 
502-01-01-20 
502-00~-00-15 
502-01-04-05 
502-01-00-01 
£02-01-04-00 
502-01-04-00(A) 
502-01-04-00(B) 
502-01-04-01(A) 
502-01-00-02 
502-01-03-00 
502-01-03-00(A) 
502-03-00-00 
501-05-00-03 
041-01-00-01 
041-01-00-02 
502-01-00-00 
502-05-02-00 
502-05-10-00 
502-06-00-00 
040-01-00-01 
502-07-00-00 
$02-12-00-00 
502-12-00-00(A) 


DESCRIPTION 


Erase, Mono, 1/4" 

Erase, Two Track, 1/4" 

Erase, Three Track, 1/2" 

Erase, Four Track, 1/2" 

Record, Mono, 1/4" 

Record, Two Track, 1/4" 

Record, Three Track, 1/2" 

Record, Four Track, 1/2" 

Reproduce, Mono, 1/4" 

Reproduce, Two Track, 1/4" 

Reproduce, Three Track, 1/2" 
Reproduce, Four Track, 1/2" 

Head Mounting Assembly, Mono, 1/4" 
Head Mounting Assembly, Stereo, 1/4" 
Head Mounting Assembly, Three Track, 1/2" 
Head Mounting Assembly, Four Track, 1/2" 
Interconnecting Cable, Mono 
Interconnecting Cable, Two Track 
Interconnecting Cable, Three Track 
Interconnecting Cable, Four Track 
Amplifier, Complete Assembly 

Input Connector, Cable 

Output Connector, Cable 

Carboloy Guide Assembly, 1/4" 

Carboloy Guide Assembly, 1/2" 
Operations Control Panel 

Dress Handle, Shift Lever 

Head Dress Cover 

Tape Lift Toggle Assembly, Manual 

Tape Lift Toggle Assembly, A.T.L. 
A.T.L. Hum Shield Assembly 

Air Pot 

Head Hum Shield Detent Lever 

Scrape Filter, Manual 

Scrape Filter, A.T.L. 

Stabilizer Assembly 

Flywheel (For stabilizer or Capstan motor) 
Capstan Motor, Hyst-Syne, 3-3/4-7-1/2 ips 
Capstan Motor, Hyst-Synce, 7-1/2-15 ips 
Power Supply 

Pressure Roller Assembly, 1/4" 
Pressure Roller Assembly, 1/2" 

Torque (Reel) Motor and Brake Assembly 
Torque Motor with Connector 

Tape Break Arm Assembly 

Relay Chassis, Complete 

Relay Chassis, Complete - A.T.L. 
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Effective: January 1, 1967 


SCULLY RECORDING INSTRUMENTS COMPANY 
MODEL 280 REPLACEMENT PARTS PRICE LIST 


All 280 replacement parts available on G.S.A. Federal Supply Schedule, 
Contract No. GS-00S-71201, Special Item No. 136-13 


Deduct 5% from prices on this list for U.S. Government price 


PART NUMBER 


023-+-13-21-02 
015-400-124 
015-500-124 
030-108-001 
030-108-002 
030-103-003 
030-103-004 
045-01-00-05 
020-100-001 
020-100-002 
028-205-000 


804-00-02-00 
804-00-01-06 
804-00-00-00 
502-03-04-00 


801-06-00-00 
803-06-00-00 
026-13-00-02 
026-13-00-03 
801-06-01-03 
S0l-11-01-00 
502-11-08-00 
602-11-07-00 
501-11-01-00(E) 
502-11-08-00(E) 
502-11-07-00(E) 
044-001 
007-102/502-004 
006-502-044 
030-104-006 
046-01-00-02, 


046-01-00-03 
046-01-00-04 


045-01-00-01 
020-302-002 
0°0-301-001 
020-301-002 
023-13-03-04 
006-103-004 
006-105-004 
006-502-004 


Effective: January 1, 1967 


DESCRIPTION 


Relay, 6PDT, Plug-in 

Capacitor, 4MFD/330VDC, for Torque 
Capacitor, 5MFD/330VDC, for Capstan 
Rotary Toggle Switch, STDP "Power" 
Rotary Toggle Switch, SPST, "Reel Size" 
Pushbutton Switch, Illuminated 
Pushbutton Switch, Not Illuminated 
Bulb for Illuminated Switch 
Transformer, T-201 (AC Supply) 
Transformer, T-202 (DC Supply) 

Diode, Rectifier 

Complete Set of Springs 

Standard Hold-Down Knob 

Plastic Center 

Complete Standard Knob Set 

Adjustable Guide Assembly 

Allen Wrench Set and Alignment Tool 
Reel Knob, NAB, 10" Reels 

Reel Center, EIA, 7" Reels 

Solenoid, Brake 

Solenoid, Pressure Roller 

Set of Fuses 

Register Pin, NAB Knob 

Reproduce Preamplifier Card 

Record Amplifier Card 

Bias/Erase Oscillator Card 

Card Extender, Reproduce Pre-Amp Card 
Card Extender, Record Amp Card 

Card Extender, Bias and Erase Card 

VU Meter 

Potentiometer, Record Level 
Potentiometer, Play Level 

Rotary Switch, "Selector" 

Knob, Skirted-Large Dia., Amplifier Panel, 
Record and Playback Level 

Knob, Skirted-Medium Dia., Amplifier Panel, 
Mode and Meter Switch 

Knob, Skirted-Small Dia., Amplifier Panel, 
Land Switch 

Indicator Lamp, Panel 

Transformer, Output 

Transformer, MIC Input 

Transformer, Line Input 

Relay, 4PDT, Plug-in 

Potentiometer (Noise Balance) 
Potentiometer (Play Equalizer) 
Potentiometer (15 ips, Record Eq.) 
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PRICE 


7.00 
3.00 
4,00 
4,00 
3.00 
9.00 
8.50 
2.00 
13.50 
19.50 
2.15 
1.50 
18.00 
9.80 
27.00 
35.00 


SCULLY RECORDING INSTRUMENTS COMPANY 


MODEL 280 REPLACEMENT PARTS PRICE LIST 


All 280 replacement parts available on G.S.A. Federal Supply Schedule, 


Contract No. GS-00S-71201, Special Item No. 


136-13 


Deduct 5% from prices on this list for U.S. Government price 


PART NUMBER 


006-201-004 
030-203-001 
006-102-004 
019-103-106 
027-0301-00 
003-400-064 
012-108-136 
035-02-22-01 
035-02-15-01 
028-103-000 
028-401-000 
035-13-03-00 
035-02-03-00 
035-19-32-00 
502-11-10-00 


Effective: January 1, 1967 


DESCRIPTION PRICE 
Potentiometer (Linearity) $ 3.00 
Switch, Pushbutton (Linearity Test) 4,00 
Potentiometer (7-1/2 ips Record Eq.) 3.00 
Trimmer Capacitor (Bias Tune) 4,00 
Transistor, Power 4.00 
Resistor, Wirewound 1.00 
Capacitor, 1000 MF 4,00 
Socket 6PDT, Relay 2.00 
Socket, 4PDT, Relay 1.50 
Diode, F4 L.29 
Diode, Zener 2.00 
Input Connector, Chassis 4,50 
Output Connector, Chassis 3.00 
Cable Connector 9.00 
Bias Trap 25.00 
Instruction Manual 5,00 
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